DOCKETED ITEMS       17

R. Periodic operating reports & i

9109030192 Forwards "San Onofre Nuclear Generating Station Semiannual Effluent
Rept,Jan-June 1991," Rev 6 to "OOCM Nuclear Generation Site Unit 1" & Rev 23 to
"ODCM Nuclear Generation Site Units 2 & 3."

ROSENBLUM.R.M. Southern California Edison Co. 91/08/29. Document Control
Branch (Document Control Desk). 2pp. 58950:001-58951:025.

-9109030194 "San Onofre Nuclear Generating Station Semiannual Effluent Release
Rept, Jan-June 1991."
* Southern California Edison Co. 91/06/30. 93pp. 58950:003-58951:025.

9109180095 Monthly operating rept for Aug 1991 for San Onofre Nuclear Generating
Station.Unit 1 .W/910916 Itr.

VITTUM.S.L, ROSENBLUM.R.M. Southern California Edison Co. 91/08/31. 10pp.
59145:291-59145:300.

S. Reportable occurrences, LERs & related correspondence

9109170185 LER 91-014-00:on 910807,entry into Tech Spec occurred.Caused by inop-
erable volume control tank level transmitters. Procedures revised to preclude disabling
both trains of charging pumps.W/910909 Itr.
KRIEGER.R.W. Southern California Edison Co. 91/09/09. 9pp. 59157:062-59157:070.

9109200211 LER 91-0l5-00:on 910816,failure to satisfy tech spec surveillance require-
ments     occurred    associated    w/fire     protection     sys    foam     tank     level
measurements.Caused by improper valve line.Surveillance revised.W/910916 Itr.
KRIEGER.R.W. Southern California Edison Co. 91/09/16. 8pp. 59195:082-59195:089.

V.Orw

atlo

9109120172 Advises that JD Davis (Senior Operator License SOP-50319) terminated
employment w/util on 910829. License allowed to expire.

KRIEGER.R.W. Southern California Edison Co. 91/09/06. Document Control Branch
(Document Control Desk). 1p. 59104:174-59104:174.
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F. Security, medical, emergency A fire protection plans

9109040002 Procedure Change Notice 91-19 to Rev 5 to EPIP 1.5-30, "On-Shift Chem-
istry Technician."
* Connecticut Yankee Atomic Power Co. 91/07/29. 8pp. 58996:317-58996:324.

9109160019 Forwards agenda for 911015 session on 10CFR50 rule that affects manner
in which data is passed during accidents re emergency classifications.
KNAPP.M.R. Region 1 (Post 820201). 91/08/29. MROCZKA.E.J. Connecticut Yankee

H. General correspondence

9109260085 Forwards revs to distribution list for NRC correspondence, reflecting addi-
tion of NS Reynolds of law firm of Winston & Strawn.per 910606 Itr.
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91 /
09/18. Document Control Branch (Document Control Desk). 9pp. 59217:187-
59217:195.

P. Ops

i ft correspondence

8909250203 Forwards plant Interfacing Sys LOCA audit rept conducted on 890724-
0804.SALP input & draft transmittal of rept to licensee.for release to licensee.
CONGEL.FJ. Division of Radiation Protection & Emergency Preparedness (Post
870411). 89/09/20. VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411).
2pp. 59241:210-59241:350.

-8909250210  Plant  audit on  890724-0804. No  regulatory findings  identified.Areas
audited:equipment,actlvities & human performance important to prevent, mi tig ate or re-
cover from interfacing sys LOCA events & subsequent core melt
CHUNG.J.W.. GOLLA.J.A., CORREIA.R. NRC - No Detailed Affiliation Given. 89/09/
14. 138pp. 59241:212-59241:350.

9109040151 Concludes that changes to util QA program acceptable in that QA program
continues to satisfy criteria of App B of 10CFR50.

BETTENHAUSEN,L Region 1 (Post 820201). 91/08/23. MROCZKA.EJ. Northeast
Nuclear Energy Co. (subs, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities.
3pp. 58998:236-58998:238.

9109040099 Forwards operability.reportability & communications task group final rept.
MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Nu-
clear Energy Co. (sups, of Northeast Utilities). MROCZKA.E.J. Northeast Utilities. 91 /
08/26.  Document Control Branch  (Document  Control  Desk),  15pp.  58996:287-
58996:301.

9109050308 Forwards exemptions i SE supporting one-time extension of test period for
type BAG tests until next refueling outage.
WANG.A.B. Project Directorate A. 91/08/28. MROCZKA.E.J. Connecticut Yankee

Atomic Power Co. 2pp.

:184.

Exemption from requirements of tOCFRSO.app J.permitting
est period for type B & C tests until next refueling outage.
L Division of Reactor Projects - I/I! (Post 870411). 91/08/28

-9109050311 Exemption from i
tension of testc

Yankee Atomic Power'Co. 5pp."59009:177-59009:181.

one-time ex-
f08/28. Connecticut

-9109050316 Safety ev<
tension of test period 1
* Office of Nuclear P
59009:182-59009:184.

n supporting exemption to app J permitting one-time ex-
3 B AC tests until next refueling outage.

Regulation. Director (Post 870411), 91/08/28. 3pp.

9109060149 Forwards amend 143 to license DPR-61 & safety evaluation. Amend grants
one-time exemption from scheduler requirements of 10CFR50,app J.sections III.D.2(a)
& III.D.3.

WANG.A.B. Project Directorate I-4. 91/08/28. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. MROCZKA.E.J. Northeast Nuclear Energy Co. (subs, of Northeast
Utilities). 2pp. 59025:043-59025:051.

-9109060153 Amend 143 to license DPR-61,providing one-time exemption from sched-
uler requirements of 10CFR50,app J.sections III.D.2(a) & III.D.3.
STOLZ.J.F. Project Directorate I-4. 91/08/28. 4pp. 59025:045-59025:051.

9109040380 Application for amend to License DPR-61 .modifying Tech Specs to restore
auxiliary feedwater sys to condition in which it will start automatically & achieve full
design basis flow w/o operator assistance or control air sys.
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/08/30. Document Control Branch (Document Control Desk). 6pp. 58997:001-
58997:027.

-9109040385 Proposed Tech Specs re restoration of auxiliary feedwater sys to condi-
tion in which it will start automatically & achieve full design basis flow w/o assistance
from operator action or control air sys.
* Connecticut Yankee Atomic Power Co. 91/08/31. 21pp. 58997:007-58997:027.

9109040441 Forwards invoices received by utils for FY91 annual mails license
fees.Payment of listed invoices will be made by wire transfer on 910906.
MROCZKA.E.J. Northeast Utilities Service Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.E.J. Northeast Nu-
clear Energy Co. (subs, of Northeast Utilities). 91/06/30. License Fee & Debt Collec-
tion Branch (Post 890827). 8pp. 59017:266-59017:273.

9109110078 Responds to 910703 request for addl info re design & const of various as-
pects of instrumentation & associated components of new switchgear bldg at facility.
SEARS.C.F. Connecticut Yankee Atomic Power Co. SEARS.C.F. Northeast Utilities.
91/09/03. Document Control Branch (Document Control Desk). 4pp. 59084:353-
59084:356.

9109110300 Forwards Rev 14 to QA program.

NORDQUIST.D.O. Northeast Utilities. 91/09/05. Northeast Utilities. 2pp. 59086:001-
59086:140.

9109200172 Provides progress of Region I 910220-21 engineering symposium action
items.including   guidance   on   operability   &   reportability.endorslng   NSAC-125   for
10CFR59.59 reviews & training of NRC personnel in mod process.
LANNING.W. Region 1 (Post 820201). 91/09/10. MROCZKA.EJ. Connecticut Yankee
Atomic Power Co. 3pp. 59171:093-59171:095.

9109230155 Discusses normal station svc transformer A & load ctr transformer tap set-
tings for Haddam Neck & Millstone Nuclear Power Station units.
MROCZKA.EJ. Northeast Nuclear Energy Co. (subs, of Northeast Utilities).
MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/09/17. Document Control Branch (Document Control Desk). 3pp. 59191:355-
59191:357.

9109260110 Forwards Westinghouse nonproprietary & proprietary responses to I
questions on WCAP-12766, ^Application of WCOBRA/TRAC Best Estimate UPI M

i NRC

_____                              ..     Lr_____                           __________      s UPI Model

to Haddam Neck PWR w/zlrcaloy Fuel." Proprietary responses withheld (ref
10CFR2.790).

MROCZKA.EJ. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/09/19. Document Control Branch (Document Control Desk). 4pp. 59203:220-
59203:282.

-9109260112 Requests that proprietary responses to NRC questions on WCAP-12766,
"Application of WCOBRA/TRAC Best Estimate UPI Model to Haddam Neck PWR w/
Zircaloy Fuel" be withheld (ref 10CFR2.790(b)(4)).

DIPIAZZA,RP, Westinghouse Electric Corp. 91/09/06. MURLEYJ. Document Control
Branch (Document Control Desk). 59pp. 59203:224-59203:282.

Q. Inspection reports, IE Bulletins & correspondence

9109250006 Partial response to FOIA request for records.App B & C records available
in PDR.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/04/19. WILLIAMS.O. JRA Associates. 18pp. 59236:042-59242:147.

-6907110037 Forwards insp plan for pilot interfacing sys LOCA team insp at plant on
890724-0804 (Insp Rept 50-213/89-201 ).Security clearance Itr from contractors
should be addressed to team leader for site-access training.

CHUNG.J.W. Risk Application Branch. 89/06/30. Risk Application Branch. 36pp.
59241:174-59241:209.

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York. Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York. Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051. "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York. Inc. 86pp. 58979:091-58979:177.

9109160106 Responds to NRC 910731 request for info re Requalification Program Eval-
uation Rept 50-213/91-12 during period 910610-13.

MROCZKA.E.J. Connecticut Yankee Atomic Power Co. MROCZKA.EJ. Northeast Util-
ities. 91/09/06. Region 1 (Post 820201). 2pp. 59108:167-59108:170.

-9109160109 Proposed tech spec 3.4.3,clarifying at what times certain actions must be
taken if limiting condition for operation not met.
* Connecticut Yankee Atomic Power Co. 91/09/06. 2pp. 59108:169-59108:170.Methodology Initiative Team
